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4. The Gvidiu power plant for the Danube-Black Sea canal will shortly be 
completed, One 2,500 kilowatt motor has been installed and the second 
will arrive shortly, The generators, which will be shipped by Sulzer, 
a Swiss corporation, have not yet been delivered. 


2. Plane for the ingtallation of the equipment were received after con~ 
siderable delay and were found to be inaccurate, After complaint had 
been made to the Swiss company, a second set of installation plans were 
sent. Although certain revisions had bean itade, the second set was like- 
wise unsatisfactory. : 
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